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SUBJECT: GERMAN EREQUENCY SYNTHESIZER TO CZECHOSLOVAKIA - 
IE 1529 

REF: COCOM DOC (75)1320 

OBJECT. SMALL SIZE OE MINIMUM INCREMENT (.00001 HERTZ)AND 
THE (LARGE) SIZE OF THE RATIO BETWEEN MAXIMUM EREQUENCY 
AND MINIMUM INCREMENT MAKES THIS AN INSTRUMENT WITH CAPA- 
BILITY EXCEEDING REQUIREMENTS EOR STATED END USE. WE WOULD 
CONCEDE THAT INCREMENTAL EREQUENCY RESOLUTION OE ONE HERTZ 
OR FRACTION OF A HERTZ WOULD BE REASONABLE AND APPROPRIATE 
BUT THIS DOES NOT NEED TO BE AS SMALL AS .00001. THE 
INSTRUMENT IS STATED TO BE WORKING UP TO 20 KHZ. THIS IS 
WITHIN THE SUB-RANGE (0.01 HZ TO 100 KHZ) WHICH HAS THE 
.00001 HZ INCREMENTAL EREQUENCY RESOLUTION. IN ADDITION, 

ITS ELECTRONIC PROGRAMMING CAPABILITY MAKES THE INSTRUMENT 
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PARTICULARLY SUITABLE EOR MILITARY USE, I.E. SIGNAL 
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